Index to Firemen, Volume 32, 1965 


Month Page 


Air Attack in Massachusetts . Jan. 22 
Air Supply Station, Providence, R.I.. Sept. 44 
Aircraft Crash Fire Tests Sept. 17 
Ambulance Service: 
_— of Columbia \ : Mar. 14 
. June 


Oct. 
Mar. 
Jan. 
cam Carmichael, Gait Oct. 
Pumper, Hyannis, M ag Nov. 
Pumper in Service, Old ... April 
Pumpers, Tests of New Aug. 
Pumpers, Wisconsin Aug. 
Jan. 
Oct. 
Standard Designs Apr. 
Super Pumper, N. Jan. 
Oct. 
Water Tanker, Testing ........... June 
Water Tanks, Efficiency of .. Jan, 
Appointments: 
Carter, Walter H.. il . Jan. 
Cloonan, Edward A. . Feb. 
Dutton, Leslie A... .. L / Nov. 
Hibbard, Don T..... gus Oct. 
Jayne, Elliot W...... ie" Mar. 
Kress, Ralph E ae : , 
McCarey, ... Sept. 
Michalak, j .. Sept. 
O'Brien, Di M... 5 etd 
Richman, Harold ae ota 
Sweeney, Francis J...... ; Sept. 
UL betee ia Jan. 
Yamada, Yoshiro boule 
Associations: 
IAFC Conference... .. . 


IAFC Scholarships. . . 
Oregon Fire C hiefs" Assn. Officers. 
Award to New Zealand 


Dec. 


Breathing Apparatus: 
Clogged Masks 


Chefs, Columbus, Ohio 
Chemicals as a Fire Hazard, aot 
cultural. ; 
Communications: 
— Fire oats, naps River, 


Chineipuntoues School . 


Earthquake, Seattle, Wash 
Edi 


ts: 
Accident Involving Apparatus . 
Cadet Firemen 
Chief's Car 
Fire, Brunswick Township, mis Es 
Fire, Orlando, Fla 
Fire, Perth Amboy, N. J 
Fire, San Francisco, Calif 
Fire, Toronto, Ontario 
FrreMeENn Distribution Plan 


IAFC Conference 
NFPA Annual Meeting 


Rescue, Chicago, Ill 
Emergency Medical Identification... . 
Equipment: 

Axe Tips 

Butting SLadion, For 

Distributor, Portable . 

Hose Tied Over Barbed Wire, Old. . 

Ice Step 

Intelligiant, Tampa, Fla 

Ladder Dog... 

Lights for the Sides 


Monitor Nozzle, Tokyo. 
Portable Hose Protector 
Portable Pumps 


SONI OssOosIsIsIsICIs oO 


FDIC Highlights 
Factory Mutual Research Center . 
— Alarms, Royal Oak, Mich. . 
ms: 
Coordinated Fire Attack with Portu- 
guese Sound Track 
Transportation of Radioactive Ma- 
terials, Part II — Accidents . 
Fire Break, Search for 
Fire Chief Wanted 
Fire Departments: 
Austin, Tex., Fire Fighting Chiefs 
Bethan ny. Okila.., _—— ; 
Dade County, Fla 
Fremont, Calif 


34 FIREMEN for December 1965 


Gardena, Calif., Bondanestess. Se 
Greater London Fire ee 
Kensett, Ark., Station . 

Miami, Fila. . 

New Milford, 'N. a Training Tower 
New York City Anniv 7 
New Zealand 

Omaha, Neb. . 

Pennsauken Township, N 

Point Pleasant, N. Y 

Scotland . ‘ 

Superior, Wis... 


Wichita Falls, Tex., Station . 
Windsor, Ontario, Station . 
Woodcrest Fire Co., Cherry Hill 
Township, N 

Fire Prevention: 
Baltimore, Md. . 
Braille, Portland, Maine 
Ohio's Calendar 
Organization in Fire Departments. . 
Upper Arlington, Ohio 

Fire Service, Problems of 

Fires: 
Berkeley, Calif., Fire Station . 
California C ‘onflagration . 
Dubuque, Iowa, Warehouse... . 
Fire Records, Lessons from 
Forest Fires, 1 Oe a , 
Fort Collins, Colo., Mercantile Bldg. 
Fremont, Neb., Mercantile Bldg. . 
Fruitport, Mich., Lumber Yard. . . 
Harlan, Ky., Woods Fire 
Laytonsville, Md., Fire Station 
San Antonio, Tex., Factory 
Swansea, Mass., Dwelling... 


Florida Forest Service . 
Fund Raising, Central Point, Ore. 


Hazardous Materials: 


IC ‘C Amendments, ppuet 
Marking System . 
Smoke Grenades 
Hose: 
Apparatus Parked On 
How It Is Used...... 
Large Diameter 
Maintenance 
Hose Coupling Standardization, Ill... 
Hose Streams: 
1%-Inch.... 
Standard 
Hose Thread Conversion, Seattle, 
Wash... 
Hospital Program, “Tampa, Fla 
Hydraulics: 
Finding ‘‘K Factor” 
1%-Inch Line 


Initial Fire Attack 
Annapolis, Md 


Job Safety Analysis 
LP-Gas Cylinders 


Making a Good Job of It: 
Advantage of Siamesed Lines 
Low Water Pressure 
More Water or More Pressure? ... . 
Relay Operations for Rural Fires. . 
WwW a Size Streams from 1-Inch 


senate 
“Automatic” Purchases Powhatan. . 
Waterous Company Merges 

Marine Chemist 

Ministry of Aviation Fire Service, 

United Kingdom. . 
Model Airport 
Mutual Aid, Waterloo, lowa 


NFPA: 
Annual Meeting 
Fire Prevention Contest Winners. . 


Sectional Committee Meeting 
National Fire Defense 


Obits: 


Portable Pumps at Hydrants. .. 
Power Failure........... 


Month Page 


Sept. 
Mar. 
Oct. 
Sept. 
Mar. 
May 
Sept. 
Feb. 
Jan. 
a 
ar. 
Aug. 
May 
July 
Oct. 
Jan. 


Jan. 


July 


Sept. 
Feb. 
Dec 


J uly 
Aug. 


Apr. 
Dec. 
Aug. 
Aug. 


Nov. 


Nov. 
Nov. 


Nov. 


June 


Apr. 


Month Page 


Publications: 
Air Coie’ for Forest, Brush and 
June 


July 

Disaster Feb. 
Fire Control Film List Dec. 
Fire Department Pumps, Pumping 

Equipment and Pumpi 
Fire Service Practices for 

Fire Departments 
Fire Services, England and Wales. . 
Flash Point Index of Trade Name 
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McLaughlin, Captain G. H 
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Wages for DCFD, Higher 
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Work Schedule: 


Wisconsin 





Index to Firemen, Volume 32, 1965 


Month Page 


Air Attack in Massachusetts . Jan. 22 
Air Supply Station, Providence, R.I.. Sept. 44 
Aircraft Crash Fire Tests Sept. 17 
Ambulance Service: 
_— of Columbia \ : Mar. 14 
. June 


Oct. 
Mar. 
Jan. 
cam Carmichael, Gait Oct. 
Pumper, Hyannis, M ag Nov. 
Pumper in Service, Old ... April 
Pumpers, Tests of New Aug. 
Pumpers, Wisconsin Aug. 
Jan. 
Oct. 
Standard Designs Apr. 
Super Pumper, N. Jan. 
Oct. 
Water Tanker, Testing ........... June 
Water Tanks, Efficiency of .. Jan, 
Appointments: 
Carter, Walter H.. il . Jan. 
Cloonan, Edward A. . Feb. 
Dutton, Leslie A... .. L / Nov. 
Hibbard, Don T..... gus Oct. 
Jayne, Elliot W...... ie" Mar. 
Kress, Ralph E ae : , 
McCarey, ... Sept. 
Michalak, j .. Sept. 
O'Brien, Di M... 5 etd 
Richman, Harold ae ota 
Sweeney, Francis J...... ; Sept. 
UL betee ia Jan. 
Yamada, Yoshiro boule 
Associations: 
IAFC Conference... .. . 


IAFC Scholarships. . . 
Oregon Fire C hiefs" Assn. Officers. 
Award to New Zealand 


Dec. 


Breathing Apparatus: 
Clogged Masks 


Chefs, Columbus, Ohio 
Chemicals as a Fire Hazard, aot 
cultural. ; 
Communications: 
— Fire oats, naps River, 


Chineipuntoues School . 


Earthquake, Seattle, Wash 
Edi 


ts: 
Accident Involving Apparatus . 
Cadet Firemen 
Chief's Car 
Fire, Brunswick Township, mis Es 
Fire, Orlando, Fla 
Fire, Perth Amboy, N. J 
Fire, San Francisco, Calif 
Fire, Toronto, Ontario 
FrreMeENn Distribution Plan 


IAFC Conference 
NFPA Annual Meeting 


Rescue, Chicago, Ill 
Emergency Medical Identification... . 
Equipment: 

Axe Tips 

Butting SLadion, For 

Distributor, Portable . 

Hose Tied Over Barbed Wire, Old. . 

Ice Step 

Intelligiant, Tampa, Fla 

Ladder Dog... 

Lights for the Sides 


Monitor Nozzle, Tokyo. 
Portable Hose Protector 
Portable Pumps 


SONI OssOosIsIsIsICIs oO 


FDIC Highlights 
Factory Mutual Research Center . 
— Alarms, Royal Oak, Mich. . 
ms: 
Coordinated Fire Attack with Portu- 
guese Sound Track 
Transportation of Radioactive Ma- 
terials, Part II — Accidents . 
Fire Break, Search for 
Fire Chief Wanted 
Fire Departments: 
Austin, Tex., Fire Fighting Chiefs 
Bethan ny. Okila.., _—— ; 
Dade County, Fla 
Fremont, Calif 


34 FIREMEN for December 1965 


Gardena, Calif., Bondanestess. Se 
Greater London Fire ee 
Kensett, Ark., Station . 

Miami, Fila. . 

New Milford, 'N. a Training Tower 
New York City Anniv 7 
New Zealand 

Omaha, Neb. . 

Pennsauken Township, N 

Point Pleasant, N. Y 

Scotland . ‘ 

Superior, Wis... 


Wichita Falls, Tex., Station . 
Windsor, Ontario, Station . 
Woodcrest Fire Co., Cherry Hill 
Township, N 

Fire Prevention: 
Baltimore, Md. . 
Braille, Portland, Maine 
Ohio's Calendar 
Organization in Fire Departments. . 
Upper Arlington, Ohio 

Fire Service, Problems of 

Fires: 
Berkeley, Calif., Fire Station . 
California C ‘onflagration . 
Dubuque, Iowa, Warehouse... . 
Fire Records, Lessons from 
Forest Fires, 1 Oe a , 
Fort Collins, Colo., Mercantile Bldg. 
Fremont, Neb., Mercantile Bldg. . 
Fruitport, Mich., Lumber Yard. . . 
Harlan, Ky., Woods Fire 
Laytonsville, Md., Fire Station 
San Antonio, Tex., Factory 
Swansea, Mass., Dwelling... 


Florida Forest Service . 
Fund Raising, Central Point, Ore. 


Hazardous Materials: 


IC ‘C Amendments, ppuet 
Marking System . 
Smoke Grenades 
Hose: 
Apparatus Parked On 
How It Is Used...... 
Large Diameter 
Maintenance 
Hose Coupling Standardization, Ill... 
Hose Streams: 
1%-Inch.... 
Standard 
Hose Thread Conversion, Seattle, 
Wash... 
Hospital Program, “Tampa, Fla 
Hydraulics: 
Finding ‘‘K Factor” 
1%-Inch Line 


Initial Fire Attack 
Annapolis, Md 


Job Safety Analysis 
LP-Gas Cylinders 


Making a Good Job of It: 
Advantage of Siamesed Lines 
Low Water Pressure 
More Water or More Pressure? ... . 
Relay Operations for Rural Fires. . 
WwW a Size Streams from 1-Inch 


senate 
“Automatic” Purchases Powhatan. . 
Waterous Company Merges 

Marine Chemist 

Ministry of Aviation Fire Service, 

United Kingdom. . 
Model Airport 
Mutual Aid, Waterloo, lowa 


NFPA: 
Annual Meeting 
Fire Prevention Contest Winners. . 


Sectional Committee Meeting 
National Fire Defense 


Obits: 


Portable Pumps at Hydrants. .. 
Power Failure........... 


Month Page 


Sept. 
Mar. 
Oct. 
Sept. 
Mar. 
May 
Sept. 
Feb. 
Jan. 
a 
ar. 
Aug. 
May 
July 
Oct. 
Jan. 


Jan. 


July 


Sept. 
Feb. 
Dec 


J uly 
Aug. 


Apr. 
Dec. 
Aug. 
Aug. 


Nov. 


Nov. 
Nov. 


Nov. 


June 


Apr. 


Month Page 


Publications: 
Air Coie’ for Forest, Brush and 
June 


July 

Disaster Feb. 
Fire Control Film List Dec. 
Fire Department Pumps, Pumping 

Equipment and Pumpi 
Fire Service Practices for 

Fire Departments 
Fire Services, England and Wales. . 
Flash Point Index of Trade Name 


iquids 
Folder on Training Films 
Folders for Fire Safety 
Hazardous Chemical ‘iicstiien. | 
Manual of Firemanship, Part 7 — 
Fireboats and Ship Fi 
NFPA Standards, NBFU Ceases 
Publication 
100 Years of American Fire Fighting 
Apparatus 
Operating Fire Degartimant Pumpers 
Public Safet io Systems 
jtaurant 
Simplified Water Supply Testing for 
ae ee and Insurance 


Stenianie ‘Changed 
Pumper Hookups 
Pumper Relay, Fort Worth, Tex.. 


Records Safety 

Regional Round-Up: 
Alabama, Florida, Georgia... . 
Arizona, Idaho, Nevada, 


Arkansas and Texas 

Colorado, Nebraska, “North Dakota, 
Wyoming 

Illinois, a Minnesota, Missouri, 


Wisco 
Indiana, Kentucky, South Carolina, 
Tennessee, West Virginia... . 
Kons, | Montana, Sout Dakota, 
tah 
Louisiana, Mississippi, Oklahoma 
Reporting a Fire ah 
Rescue 


Candies Hose for Air Supply . 
Splint 
Resuscitation, Heart-Lung 
Retirements: 
McLaughlin, Captain G. H 


Seat Belt Standards.... 
Ship Fire Mains, Emergency Connec- 


Smoke Bombs 
Smoke Ejection for Industry, Emer- 


Time Study, Dayton, Ohio 
Tire Pressure, C 

Tornado Action 
Tournament Winners 


ining: 

ing Apparatus, England. . 

College Courses, N. Y 

Milwaukee, Wis 

Nursing Home Fire Fighting and 
Evacuation Seminar 

Photography Seminar 

Portable Pumps 

Principal Fire ane 


pas, 
and Command ‘Schoo, Calif. . 
pan of State and Provincial. 
Tokyo Fire School 
Training Center 
Two-Piece Engine Company 


Ventilation: 


Enclosed Buildings 
Power 
Streams and Ladders 


Window 


Wages for DCFD, Higher 
Window Markings 
Work Schedule: 


Wisconsin 





